Der AR-LST (AR-Laboratory 
Standard-Transducer) wurde vorallem 
zum Einsatz auf dem kommerziellen 
Sektor und im Laboratorium entwickelt, Er 
bietet dem Toningenieur eine sichere 
Vergleichsmöglichkeit für die 
Abhorkontrolle bei Aufnahme und 
Überspielungen und eignet sich für 
wissenschaftliche Anwendungen. die 
akustische Messungen hoher Genauigkeit 
und Reproduzierbarkeit erfordern. 





Im AR-LST finden die gleichen 
Lautsprechersysteme Verwendung wie im 
AR-3a, jedoch sind zur Erzielung einer 
höheren Belastbarkeit 4 Mittelton-und 

4 Hochtonsysteme vorhanden 


Acoustic Research 
LaboratoryStandard 


Der AR-LST stellt 6 verschiedene 
Wiedergabekurven, bzw. Kurven einer 
frequenzabhangigen Leistungsverteilung 
im Hórspektrum, zur Wahl. Jede der 
einzelnen Wiedergabekurven ist genau 
festgelegt und kann durch einen Schalter 
g 





wählt werden. 

Eine Stellung des Schalters erzeugt 
einen Frequenzgang, im Rahmen der 
heutigen technischen Möglichkeiten im 
Bereiche von 30 bis 20 000 Hz so gerade 
wie möglich, 

Obwohl der AR-LST in erster Linie für 
die Anwendung in Aufnahme-Studios and 
Laboratorien entwickelt wurde, ist er 
ebenfalls für aile die erhältlich, die auf ein 
solches "Prázisions-Instrument" in Ihrem 
Heim nicht verzichten können 





Ausführliche technische Daten sind in 
einer speziellen Bros 
zusammengefasst, die auf Anforderung 
bei Acoustic Research, Amersfoort 
Holland, erhältlich ist. 


hüre 





Messungen im Labor und Hörtests 
bestätigen die ausserordentlich guten 
Wiedergabeeigenschaften des AR-LST. 
Unerreicht ins 
Frequenzgang und in den sehr niedrigen 
harmonischen Verzerrungen 





inem linearen 





Die Leistung des LST ist tatsächlich 
erstaunlich, Der Frequenzgang gehort zu 
den linearsten, die wir je für einen 
Lautsprecher gemessen haben ... über 
den gesamten Frequenzbereich konnte 
praktisch keine Richtwirkung und keine 
Klangverfärbung festgestellt werden 

Der Lautsprecher kann tatsächlich 
kurze Belastungspitzen bis zu 553.8 Watt 
verarbeiten, ohne dass er verzerrt, wobei 
zeitweise Schalldrücke bis zu 112 dB 
zustandekommen ... ein Beweis sowohl 
für die Robustheit der Konstruktion als auch 
für seine ausgezeichneten 
dynamischen Eigenschaften." High 
Fidelity. 





Mir wurde bald klar, daß ich von 
diesen Lautsprechern mehr über den Klanf 
erfahre, als von denen, die ich bisher 
gehört habe.” 

Sie stellen für mich eine Vergleichs- 
Norm dar, die dem derzeitigen Stand der 
Lautsprecher-Technik entspricht." Stereo 
&Hifi Times 

Miteinem Wort, absolute Spitze. 

Für meine Ohren kann er Musikaufnahmen 
produzieren, mit einer Natürlichkeit, wie 
ich sie bisher noch nicht erlebt habe. Für 
mich ist das jetzt ein Lautsprechersystem, 
nachdem andere zu beurteilen sind. 
American Record Guide 








Printed in England 





Sensitivity : 89.5 db SPL average, +1 db, 
with back against rigid wall. 

Efficiency : 0.8% average, 21T radiation 
angle, +1 db. 

Impedance: Depends on switch position; 
see Figure 1. 

Frequency response, +2db 

Total acoustic power output vs. frequency 
above 500 Hz, Figure 2. Below 500 Hz, 
woofer anechoic curve in Figure 3 applies 
for 21T radiation angle. 

Power-handling ability with FNM 3 
fuse: 180 watts for 10 seconds; 64 watts 
for 30 seconds; 23 watts long-term 
average. Based on currentinto assumed 
nominal impedance of 4 ohms. 
Distortion: See Figure 4. 

Speaker complement: 30 cm woofer, 
four 38 mm mid-range hemispherical 
radiators, four 19 mm hemispherical 
tweeters, 

Phasing : Positive voltage applied to input 
terminal No. 2 causes woofer diaphragm to 
move forward (out of cabinet). 

Cabinet size: 27%” wide x 20" high by 
93” deep, overall: 68.9 x 50.8 by 24.8 cm. 
Weight: 90 pounds: 40.5 kg. 





liche 5-Jahresgarantie 
wird durch ein ebenso 
aussergewöhnliches wie 
hartes Prüfprogramm 
moglich, Jedes einzelne. 
Lautsprecherchassis wird 
individuell in einem 
schalltoten Raum auf 
Verzertungen, Frequenz 
‚gang und mechanische 
Stabilität geprüft, Nach 
Einbau im Gehäuse wird 
das kompl, Systm 
nochmals im Prütrai 
getestet. Die extrem engen 















tatskontrolle, 
fesigelegt werden, sind der 
Grund dafür, dass dia 
Daten derfertigen 
Systeme den angogebenon 
Spexilikationan 
entsprechen odor diese. 
übertroffen, 





Acoustic Research International 
Radiumweg 7, Amersfoort, Holland 


High Street, Houghton Regis, Beds., England 


Fig1 


Switch Position 2 
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Fig2 Switch Position 2 























































































































Fig3 


Waster regen response, 2 pi radiation age 





Fig4 
Woofer harmonic distortion 
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AR HiFi Garantie 


Die Garantie auf einwandfeie Funktion Das heisst keine Kosten für Ersatzteile 
unter normalen Betriebsbedingungen keine Kosten für Arbeitszeit, keine Kosten 
beträgt vom Tage des Kaufs an gerechnet für "Dienstleistungen" und keine Kosten 
5 Jahre für Lautsprecher, 3 Jahre für für Fracht, gleich obzur oder von der 
Plattenspieler und 2 Jahre fürelektronische Fabrik oder nachstgelegenen Servicestelle, 
Bausteine Neue Kartons, wenn nötig, sind 

Diese Garantie deckt Ersatzteile, ebenfa Iskostenfrei. Die einzigen Kosten 
Arbeitszeit und Frachtkosten von und zur sind Unannehmlichkeiten, die wir sehr 
Fabrik odernachstgelegenerauthorisierten bedauern und versuchen so gering wie 
Servicestelle. Neue Verpackung ist moglich zu halten 
ebenfalls kostenfrei. 


24 Thorndike Street, Cambridge, Mass. 02141 
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Acoustic Research, Inc., 24 Thorndike Street, Cambridge, Massachusetts 02141 


Acoustic Research International n.v., Radiumweg 7, Amersfoort, Holland 


AR LABORATORY STANDARD TRANSDUCER 


The AR Laboratory Standard Transducer is designed for those laboratory 
and commercial applications that require conveniently repeatable, accu- 
rately known spectral energy profiles, including one flat profile extending 
from 30 Hz to 20 kHz. 


The AR-LST uses a 12-inch acoustic suspension woofer, four 14-inch 
mid-range hemispherical radiators, and four %4-inch hemispherical 
tweeters. The individual speakers are identical with those of an AR-3a 
system. Crossover frequencies are 575 and 5,000 Hz. 


Four mid-range speakers and four tweeters are included in the AR-LST 
to provide increased power-handling ability. Each of these combinations 
is wired in series/parallel. 


The AR-LST contains an autotransformer with taps at 1-db increments 
from 0 to — 6 db. Each of the speakers is connected (through its crossover 
filter) to one pole of a 3-pole, 6-position selector switch, which is fed by 
the autotransformer taps, so that the relative output levels can be adjusted 
as desired. A large capacitor in series with the autotransformer prevents 
excessive amplifier loading at subaudible frequencies where the trans- 
former's inductive reactance decreases. 


Switch position No. 1 provides acoustic power response that rises slightly 
as frequency increases; the woofer output is 2 db lower than that of the 
tweeter. Position No. 2 is the flat energy setting. Positions 3 through 6 
provide progressively greater slopes in energy response, with the level of 
low-frequency output increasing, relative to high-frequency output, by 2 
db for each higher numbered switch setting. In positions 5 and 6 the 
balance of the AR-LST is approximately the same as that of an AR-3a 
with its level controls in the suggested "normal" settings. 


Output level of the AR-LST mid-range units is held relatively constant 
for all of the six balance switch positions so that the overall impression 
of loudness does not change substantially as the switch position is 
changed. 


Figure 1 shows typical Y%-octave energy-output curves for each of the 
switch positions, from 500 Hz through 20 kHz. Below 500 Hz the energy 
output is influenced by the acoustic environment; the woofer output into 
a 25 steradian anechoic environment is shown in Figure 3. Because in 
this frequency range the system is completely nondirectional, the anechoic 
curve can be used to extend Figure 1 below 500 Hz when the AR-LST is 
placed with its back against the middle of a wall. The only differences 
will be those produced by variations in loading imposed by room reflec- 
tions. Low-frequency output will be increased above that shown if the 
cabinet is placed in a corner; it will be decreased if the system is not 
close to a wall. 


Figure 2 shows the impedance-vs.-frequency characteristics of the AR- 
LST for each of the six switch positions. Figure 3 shows the anechoic 
response of the AR-LST's individual drivers. 


Figure 4 shows the low-frequency distortion characteristics of the AR- 
LST. 


Figure 5 is a schematic diagram of the AR-LST crossover network/ 
switching circuit. 


Because the system impedance is increased by the autotransformer at 
middle frequencies relative to an AR-3a, the apparent efficiency of the 
AR-LST is lower if both systems are connected alternately to the same 
amplifier output terminals. Actually there is no difference in real effi- 
ciency, but in order to get the same amount of audio power into an 
AR-LST at middle frequencies the voltage gain must be greater and the 
preamplifier volume control setting will have to be increased. 


The amount of high-frequency power handled by the tweeters in an AR- 
LST, when its balance switch is set at low numbers, is substantially 
greater than for an AR-3a tweeter if the systems are played at the same 
loudness. Even though the total high-frequency power is divided among 
four tweeter units, it is necessary to exercise care to prevent excessive 
high-frequency energy output. 


WARNING: A fuse block and fuses are provided with the AR-LST. 
Under no circumstances should the fuse terminals be bypassed. No fuse 
other than FNM 2 should be used with this system. Replacement or 
repairs of speakers in the AR-LST system damaged by excessive power 
input are not covered by the guarantee. 





Specifications 





Sensitivity: 89.5 db SPL average, + 1 db, with back against rigid wall. 
Efficiency: 0.8% average, 
Impedance: Depends on switch position; see Figure 2. 
Frequency response, + 2 db: 





radiation angle, + 1 db. 





A. Total acoustic power output vs. frequency above 500 Hz, Figure 1. 
Below 500 Hz, woofer anechoic curve in Figure 3 applies for Ir 
radiation angle. 

B. Anechoic response shown in curves for individual speakers, Figure 3. 

Power-handling ability with FNM 2 fuse: 180 watts for 10 seconds; 64 
watts for 30 seconds; 23 watts long-term average. Based on current into 
assumed nominal impedance of 4 ohms. 








Distortion: See Figure 4. 

Speaker complement: 19" woofer, four 1%” mid-range hemispherical 
radiators, four 34" hemispherical tweeters. 

Phasing: Positive voltage applied to input terminal No. 2 causes woofer 
diaphragm to move forward (out of cabinet). 

Cabinet size: 27%” wide by 20" high by 934" deep, overall: 68.9 by 

50.8 by 24.8 cm. 

Weight: 90 pounds: 40.5 kg. 





AR-LST Spectral Energy Profi 


1 


Fi 


Horizontal line at left 


indicates relative woofer level 
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Switch Position 4 





























Switch Position 5 
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Switch Position 2 
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Switch Position 6 
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Figure 3: Anechoic Response of Individual Drivers 
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Figure 5: AR-LST Crossover 


Network/ Switching Circuit 





The AR Guarantee 


The workmanship and performance in normal use of the AR Laboratory 
Standard Transducer are guaranteed for five years from the date of pur- 
chase. The guarantee covers parts, repair labor, and freight costs to and 
from our factory or nearest authorized service station. New packaging, 
if needed, is also free. There is no service charge, nor is anyone authorized 
to charge for in-guarantee serv The phrase "normal use" does not 
include power input sufficient to cause thermal damage to the speaker 
voice coils. 














In Case of Difficulty 





If you should determine that a speaker system is defective, write to us 
directly, describing the trouble symptoms and giving any other informa- 
tion that you think might be important. This may help us to suggest 
procedures that will expedite the repair and prevent unne ary incon- 
venience to you. At the same time, 





1. Give us the serial number of the unit and state the symptoms con- 
cisely. 

2. Let us know if you have kept all cardboard parts of the original 
shipping carton or if you need a new one. The AR-LST is very 
heavy for its size and must be shipped in a carton designed for it; 
otherwise damage to the cabinet during shipment is likely. 


Please fill out and return the guarantee card promptly. 


L-1668 Printed in USA 


